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HE remarkabh growth of the Iron Roofing 
industry is a subjed of commenl 



among 1 



those conversant with the fad 



Ten years ago there • e not over a dozen Ir< 
Roofing concerns in the country, where now there are 
hundre 5. 

This rapid increase is di to the excellen md 

*■ fIron r building material, and its 1 tin* 

pi |ualili. 
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HOW LONG WILL IT LAST? 



There is hardly any limit to the time an Iron or 
Steel Roof will last, if it i properly cared for and repaint- 
ed, for the painting of a metal roof is a matter of vital im- 
portance in conm tion with its life. 

The action of the elements will wear out the very 
best roofing paint in the course of a few years and it is only 
by repainting at proper intervals that a metal roof can be 
prevented from rusting through. A great deal depends 
on the quality of the paint used on the first coat. We use 
—and experience teach*- us that it is best — iron oxide or 
dry metallic paint reground in pure Linseed Oil, and ap- 
ply it by thoi*ough brushin^ and this >ame kind of paint 
should be used for all subsequent painting. 

All our Roofing and Siding is given two coats of 
paint before it leaves our factory, and. in addition to this, 
we always send enough paint for an extra coat after the 
roof is put on. 

Two years after a roof has been laid it should have 
another >at of paint, and after that be painted every fiyi 
years. If these directions are followed, an Iron Roof will 
last inn years. 

Before putting on new roofs we advise the use of a 
layer of felt paper, or rosin -ized paper on top of the 
sheathing boards, and the Metal Rooting to be fastened 
over that. This will protect the und of the roofing 

and overcome the annoyance of condensation, which in 
some buildings is quite objectionable. It will also add con- 
siderably to the life of the roof. 



HOW TO PAINT A ROOF. 

First, sweep vour roof clean and dry. and, line 1 be. 
scrape such ] rts wher dust and dirt may have collected. 
The use of a wir brush for cleaning oft" old roofs is found 
very effective. In applying the paint, brush it on thor- 
oughly, carefully, and evenly. 

Eight pounds of dry metallic paint to one gallon 
of pure Linseed Oil makes the best mixture, and this quan- 
tity will trive you enough paint for 4<M) square feet of sur- 
face Do not" mix vour paint too thick. It is the Linseed 
Oil that must be depended on for durability, and too thick 
a mixture will destroy its effectiveness. 
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Corrugated Iron is .nor.' generally u .1 than the 
"""''' v1, ,f Roofing, b auseitcau Wanted to such 
a variety oi purposes. We recommend it fora i of havin 
a fall c four inch, to tli foot or over, be, e as Wi 
^ with our 'Patent Edge," it gh ., water-tight 
joint and 5 the ily Corrugated Iron that can b, recom 
mended 1. Roofing pur '«wmu 

I i is also used very lar for the Siding of build- 

," Y' n ''.' ,l,il , i V ld finish of app ( ,„ second 

"7" ,9 f u r 2 * ™h Corrug nisthesizem. enerally 

.r' , : ' " wmadeinah. bavin covering Width m 

<J4 inch and from six to ten feet in length. 

, , '" in al] tb from No 16 to No 28 
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Standing Seam Steel Roofing! made from plain 
Ha sheets of best soft steel, either galvaniz >r painted 
with a ingle vertical flange on one edge, and a doubli 
Hu m l on the other, there being a strip of Paraffined I' t 
inserted in th< loulnV flange. Each sheet is thi formed 
up and prepar I before shipping. 

Each sh Ls 8 fl in Length and covers 2 ft. in widtl 
on the r<x>r. W recommend this style for i on roof 
having a fall or pitch £2 to 4 inches per foot. 




Roll and Cap Steel Roofing is made from 
plain flat sheets of b< >f1 steel, the same a Stand 

it S« in Rooting, hut is simply formed into plain Rolls 
•>i\ i h, wide by .">o ft. long, using 8 t sheel and locking 
thnn together with a machine made es] illy for the 
purp< to form practically one continuous sheet. 

This Roofing is applied by turning up a on inch 

vertical ftanj on each side of the Roll; two Rolls with 

nam 3 are placed side by le, and these flanges covered 

withasmall (1 shap< ppingmade fsh >t steel, and all 

astened to the sheathing by means of cleats. 

It is • specially Lapted for r 3 having a pitch or 
fall of one to tu inchi per foot, and very Long rafters 
We furnish spi ial tools for applying this Koofing 



THE FOLLOWING PAGES 



ARE DEVOTED TO TESTIMONIALS OF PARTIES WHOSE PRACTICAL 
EXPERIENCE DEMONSTRATES THE LONG LIFE OF FIRST- 
CLASS IRON AND STEEL ROOFING. 



BEGINNING NEAR HOME. 

Piqua, O Jim. 11, IS >0. 
The Cinci \ti I irrugating Co. 

Gentleman In the fall of L872 1 ered m the 
° r v tnd Franklin thi ii \ i buildings 

forth* if thi ' ar \\ rks and E undrj J put on the 

thesam* bout 150 squai 3 of Outcalt's Patent 
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ALMOST ANCIENT HISTORY. 

Cqvington, Ky., October 10. 1888. 
The Cincinnati Corrug ding Co. 

Gentlemen: — In answer to your recent request. I have 
made a note of some of the very old iron root's of this city 
and vicinity — the r mlt of my observations during 35 years' 
ixperience in the roofing trade here. 

In 1856 I put a Corrugated Iron roof on what was then 
known as the "Clayton Young" house, at No. S3 West 
Fifth Street, Covington, which is now occupied by the 
Sisters of Notre Dame as a school. This roof did first- 
class service, and gave good satisfaction until about ten 

ears ago, when upon some changes beino- made in the 
building, it ws dam off. The material composing it has 
mice been sold to different parties, and is now in effective 
us* for covering various sheds, stables and other small 
buildings in { ovington and vicinity. 

-« 18(51 I covered the "George Phillips" house, adjoining 
Je Fourth Str< t Presbyterian Church, with Corrugated 
iron. This roof is doing perfect service to-day. The ex- 
pense for repairs, and even repainting, has hardly been 
worth mentioning. 

In 1863, I put a similar roof of Corrugated Iron onabrick 
house erected for Mr. Philli] (who then owned the prop- 
erty) the lot now o upied by the Fourth Street Pi v- 

rian Church. Mr. Phillips manufactured and prepai I 
material himself in his Rolling Mill. The budding has 
^ ■ .. „sed as a dwelling most of the time since then, and 
thiTroof has answered its purpose mosl admirably. It is 
in a remarkably good state of preservation, considering 
that it has had' no attention in the way of painting for a 
number of years. 

In regard to other old-time iron roofs with which 1 am 

ii aiallv acquainted— the old Howe warehou ■. on Mar- 
ket Space, had an iron roof over it for 30 years; after afford- 
in ■ pro! tion for this long period, and over an almost tot 
surface, it was removed aboul three years ago. The Lick- 
m<* Rolling Mill has a Corrugated Iron Roof, which has 
been on for over 25 years, and has not to my In wledgi 
hada< it of palm since it was first put on. The Ken- 
tucky Central Railroad Shops, in Covington, were orginally 
furnished with a < Corrugated Iron R >f. which renamed for 

ia a gO( m t - . t . ■ of preservation, and was only r 
cently removed on the occasion of some repairs and change 

being made. . . 

Yours truly, 

AY. A. MENNINGER. 

Sh< r. Metal Hoofer. 




WELL ADAPTED FOR FARM BUILDINGS. 

Gene > > Augu 27, 1S88. 

The Cincinnati ('<»hki atib 

( men: — Youi Arkansas Traveler Card r rived 

On our farm hou in the town < \ iir ■, s!,, | roi 

* : • - put on in 1851, w) | is as 11 ai 

when | mi. It has been painted not more than tli e < 
f< r tinu imI has never iked. 

N i ours r pectfulb 

JOS \r WARR] 
Dea r in A ricultui Implement 



TESTIMONY FROM THE FAR EAST. 

Wm.miv. !..\. Del., Ai i Lg i - 

*N \ II CORB! Q \ t ING ( 

////;/ ' > n Z%< ftw lv< of the 9th in 

I me remarks i [ron Roofs 

1 m y l ,r nt d) Uin- 704 W i Street 

mmeri 351 37 , L ,„,. an. 

I on roof which i still tl 
,(l < "'« 1, It i* I now newly painted, nd i 
' f or 3 m. it least. 

, ] .''' Paint i ; „ earfi 

' l1 '" i n > r a whili l 

tli iln- ti ii interest 



Respect fu] 

EDWARD BETTS. 
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HOW IT COMPARES WITH TIN. 
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MAKING IT ONE OF THE OLDEST ON RECORD. 

[From The Iron Age, September 29, L888.] 

Marshallton, Del., September 17, 1888. 

T>> th Editor: — Since the article on "The Life of an 
Iron Roof appeared in The Iron A</<\ I have i eived nu- 
merous inquiries for further particulars concerning the 
roofs alluded to. If it will interest your readers, please 
say that the sheathing used was made of stock boards, laid 
as closely as possible. The under side of the metal had 
two good coats of paint, but was not otherwise protected, 
and, as far as I can observe, has not rusted. 

The gauge of iron u d was No. 2ti. The cleats on 
the standing seams are not exposed. Mr. Caleb Marshall, 
who owned this property from 1H87 to 1861, informs me 
that I made an error in my statement on August 14th. in 
that the barn roof was put on in 1840, and not in 1846. I 
have used about 75,000 square feet of iron rooting, which, 
after many years of service, has been very satisfactory. 

Yours respectfully, 

J. R. BRIN^HTRST. 



AN ANTE-BELLUM SHELTER. 

Cincinnati, October 12, 1888. 
The Cincinnati Corrugating Co, 

Gi ntlemen: — The building on Sixth and Lock Street-. 
this city, now owned and used as a Hospital, has on it a 
Corrugated Iron Roof, which has been doing effective ser- 
vice for over 28 years. 

It was constructed by the United States Govern- 
ment for a Marin*- Hospital,* but, after being finished, and 
before it had been used, the war broke out. and it was 
taken instead for a General Military Hospital, and used 
for that purpose for five years. In 1866 it was put up at 
auction, and bid in by a couple of public-spirited gentle- 
men, who presented it to the Sisters for a Hospital. 

The sheets composing the roof , 7 feet long, are of 
No. 24 iron, and are in a remarkably good state of pr er- 
vation. The last -at of paint, which was put on about 
four years ago, has s tied off slightly in some places 
leaving a smooth uncorroded surface of iron beneath. 
but over most of the surface the paint has adhered tightly. 
Th only unfavorable condition of the roof was cans by 
the sagging of the sheets between the cross supports, or 
purlins, the latter being 5 feci apart, too reat a distance, 
without other strips or form of sheathing. 

SISTERS OF CHARITY, 
G >d Samaritan Hospital. 









IN VARIOUS CLIMATES. 
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A VERY DESIRABLE ROOFING. 

Buffalo, N. Y\, April 22, L893. 

Gi nth nn a : — 

During the pasl I i y< we hav large quan 

tiii. of your Iron and Steel Roofings and Siding on our 
Canning Fact< >ries. 

In building our new plant at Orchard Park we 
coverfed all the roof with your Roll and i apSteel Roofi] 
ml the sides of the buildings with your 1 1 inch Corrugated 
Siding, am • i • o well ph -1 with its appearance and 
iur ability that, in rebuilding our plant a1 Parnham, w< 
u d the s me Roofing and Siding, and as a resull th( 
Underwriters lowere< our rate of Insurant •<> 1 per cenl on 
tory buildings and \\ p cent, od warehous 

As s<»on as the weather gets settled we intend build- 
ing another large green corn husking shed a1 our Parnham 
>lan1 and wish you to quote at on( >ur besl prices de 
ered at Parnham, N. ¥ via Lake Shore, your Roll and 
I ip Roofing to cover the same. The surfa will be be- 
tween 10 and 50 squares. 

We can cheerfully recommend your style of Roofin 

ml Siding for use on inning factorie 

Very truly yours, 

I i;|| PKKSKRVING COMPANY. 

P. S. — We take pleasure in stating thai the Roofing 
you furnished lasl ear for these new I' tories is giving 
the b ' of satisfaction, although it was all put on h\ un 
killed Labor, and we have had terrible driving storn he 
pa I -prim'-. The interior of the buildings has been kepi 
drv and we certainly will recommend it a^ a perleci rooi 

K P. CO 



IS IRON ROOFING DURABLE? 



READ THE FOLLOWING LETTER AND DETERMINE 

FOR YOURSELF. 

Susqu eh w\\, IV\ < October 1 S '• 

The Cincinnati Corrug \ti\<; < '<>■ 

(imtlemen:— Please send m< 12 sheets L0 feet long 
No, 26 < rauge, no nails nor paint. 

I cut a chimney hole to-day through the first [ron 
Roof 1 bought oJ 9 year- ;o; I will ^m\ y\ pie 

Voir will ee that it \ in jusl as good mdition t< 
;i \ as it was when first put on. 

There were about 25 men sto watching t< ee 
ondition of tl rider side of the iron. Tin id 

Idn'thavi believed it could I >psog >d, if they h in t 
tuaily seen me cut it through. 

> I'l'Lllv. 

M. B. BED BER. 
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PERFECT SATISFACTION. 
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Silver Ri \. Md., October 3, 1892. 
The Cincinnati Corrugating Co. 

<;< nth nu n: — Pleasi send me your new catalogue am 
circulai on Corrugated Iron, also prices per squai-e. 

I can '11 your roofing for a good-sized building here 
The roofing I bought of you six y rs <'<jo gives <perfi 

satisfaction in every resp< t. 

Your- respectfully, 

RICHARD LEESE. 
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T SHOULD be borne in mind that the foregoing 
statements are made by persons now actively en 
paired in business, wh< address( iveu 



.— - — 



~- and who i easily be communicated with for tin 
purpose of confirming them in every particul These 

ar I from numerous others simply as sample in 

stau >s of the permanency of work of this kind. It wil 
be noted, al », from these statements, that our materii 
is specially adapted : a su< ssful and durable covering 
for dwellings. 

Send for our new illustrated Catah ue. 

THE CINCINNATI CORRUGATING CO. 

PlQUA, 'UNO. 



CORRESPONDENCE SOLICITED. 
SAMPLES MAILED UPON APPLICATION. 
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IRON SHUTTERS AND DOORS, 

GALVANIZED SHEET IRON 

American Roofing Tin Plates. 
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